OLD  ST  PAUL  S  CHURCH.  NORFOLK.  VA. 
BUILT  IN  1739.  SHOWING  PLACE  STRUCK  BY 
CANNON  BALL  FIRED  BY  LORD  DUNMORE  IN  1776. 

Old  St  Paul  9  Church  has  been  pronounced  the  most 
picturesque  Episcopal  church  in  America  It  was  built 
in  1739  The  church  was  struck  and  partially  burned 
dJnl  the  bombardment  of  Norfolk.  January  I.  1776  by 
Lord  Dunmore.  the  last  of  the  tngh.h  Governors  of 
Virginia,  who  had  taken  refujje  on  the  British  ships  lying 
in  the  James  Ri<'er  The  cannon  ball  imbedded  in  its 
walls  remains  where  it  struck. on  that  day. 
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